aelaldtiam alam Effective November 22, 2010 


Monday through Frida 


Inbound to South Station 


ES [ie Soe gee a | es [| Se a || 
rain No. 
AM. | AM. | AM. | AM. | AM. | AM. | AM. | AM. | 


Forge Park/495 505 


Franklin/Dean College | 510 | 547 | 612 | 642 | 707 | -—- | 752 | -—- | 


Norfolk 519 


Walpole 525 | 600 | 625 | 655 | 721 | 754 | 805 | --- | 


Plimptonville = 


Windsor Gardens 529 | 607 | 629 | 701 | 725 | 758 | 809 | -— | 


Norwood Central 
Norwood Depot 
Islington 

Dedham Corp.Center 
Endicott 


| 615 | 637 [ 708 | -- | 805 | 817 | 847 | 
| 621 | 643 | 714 | 735 | 811 | 823 | 852 | 


Readville | 628 | 649 | 721 | -- | 819 | 831 | 859 | 


Hyde Park 


Ruggles Sn On Ee eS Eee 


BACK BAY LINE L10 03 | 11143 | 1101 L300 | L503 a LINE LINE L940 | 11101 | L12 36 
SOUTH STATION 615 | 650 | 709 | 741 [| 759 | 840 | 854 | 925 | 1008 | 1148 106 305 5 08 6 50 845 945 1106 | 1241 


Outbound from South Station 


Train No. 703 733 
A.M. A.M. 


705 
A.M 


793 


707 709 711 713 
A.M. A.M. P.M. P.M. 


Ruggles 


Hyde Park 


Readville 


Endicott 


Dedham Corp.Center 


Islington 


Norwood Depot 


Norwood Central 
Windsor Gardens 


Plimptonville 


Walpole 


Norfolk 


Franklin/Dean College 


Forge Park/495 


Saturday and Sunday 


Inbound to South Station 


po Saturday | 
d® d® 
Train No. Saturday 1702 1704 
Train No. Sunday SAT ONLY | SAT ONLY 
A.M. A.M. 
Forge Park/495 


de 
1706 
2706 
A.M. 


de 
1708 
2708 
P.M. 


Saturday and Sunday 
d® ex) B® 
1710 1712 1714 
2710 2712 2714 
P.M. P.M. P.M. 


de de de de de > de de de 
712 714 716 718 720 736 796 798 726 728 730 
A.M A. P.M. P.M. P.M. P.M. P.M. P.M. P.M. P.M. P.M. 


jms |r | rar | re | rar | ras | 5 | 
725 
PM 


Outbound from South Station 
a 


108 mis 
SAT ONLY | SATONLY 
A.M. A.M. 


Train No. Saturday 


Train No. Sunday 


Saturday and Sunday 


(T) massDOT MBCh a 


Notes: This is schedule is effective from 
November 22, 2010 and replaces the 
schedule of January 11, 2010. 


Times shown in this schedule are train departure 
times; customers are asked to arrive at the station 
platform in time for a prompt departure. 


Holiday service - Trains will operate on a 
Saturday or Sunday schedule on the holidays 
indicated: 


Saturday service: President's Day and 4th 
of July (train no. 1719 may be held for 45 
minutes after the conclusion of the 4th of 
July fireworks). 


Sunday service: New Year's Day, Memorial 
Day, Labor Day, Thanksgiving Day and 
Christmas Day. 


GY® Bicycles are allowed on trains with the 
bicycle shown above the train number. 


Times in red indicate an f stop - Passengers 
must notify the conductor that they wish to 
get off at these designated stations. 


Passengers who wish to board at these 
designated stations must be on the platform in 
full view of the engineer. 


Times in blue indicate an L stop - This 

is a regular stop to discharge or pick up 
passengers, however the train may leave ahead 
of schedule. 


VIA FAIR - operates via the Fairmount line 
between Readville and South Station. See the 
Fairmount line schedule for all stops. 


For additional services 

to Ruggles refer to the 
Providence/Stoughton Line 
and Needham Line schedules. 
For additional services to 
Hyde Park refer to the 
Providence/Stoughton Line 
schedules. 


For additional services 
to Readville refer to the 
ler Fairmount Line schedules. 


1717 1719 
— — 


Franklin/Dean College 


Norfolk 


SOUTH STATION 7:20 1 20 5 = 7 20 ri “ 
BACK BAY 725 125 5 25 725 1125 


Walpole 


Windsor Gardens 
Norwood Central 


Dedham Corp. Center 


Endicott 


BACK BAY 730 9 33 730 Franklin/Dean College 
SOUTH STATION 735 938 735 Forge Park/495 


